GES 


a) 


A.D. 1860, 1st Sepremeer. N° 2120. 


Fermentation. 


(This Invention received Provisional Protection only.) 


PROVISIONAL SPECIFICATION left by George Hollands at the Office of 
the Commissioners of Patents, with his Petition, on the 1st September 
1860. 


I, Gzorcz Hoxzanns, of Rochester, County of Kent, Brewer, do hereby 
5 declare the nature of the said Invention for “Improvep APPARATUS TO BE USED 
In THE Process of Fermentation,” to be as follows, that is to say :— 

The chief object of my Invention consists in keeping the beer always to the 
lip or surface of the yeast back during the fermentative process, and I effect 
this by the following arrangements and contrivances :—The yeast back is 

10 formed in a tun or vat of the usual shape, and having a case raised up to the 
level of the mouth, through this back a compensator passes and rests on the 
beer in the tun, which is filled up to the bottom of the back; the pressure of 
this compensator forces the beer up to the top of a small jacket chimney with 
a valve which is placed in the centre of the yeast back, and forms an attem- 

15 perator as it passes, both above and below the level of the back, thus allowing 
the yeast to pee pide g and settle on the back. The compensator is formed 


fermentation; and in order to make the compensation self-re regulating the lever 
which opens and shuts the cock which supplys the water is connected with a 
20 float on the beer, so that a difference in the level of the beer adjusts the 
compensator, and through the latter its own level is kept always at the proper 
point. The compensator can be emptied by means of hose or pipes passing 
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through the tun or into the tun when the beer is drawn off. When the level 
of the beer is raised by means of the condensed beer flowing back into the tun 
the compensator is then lightened by means of a plug through which the 
water is allowed to run off. An overflow waste pipe in the compensator 


prevents the water through any accident or negligence from running over into 5 
the beer. 
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